THE JEANNETTE GLASS COMPANY 


JEANNETTE, PENNSYLVA-NIA 


LIGHTING 


& LAMP 


We are proud to offer this complete line of glass lighting and lamp parts. 


The Jeannette Glass Company is a basic producer of glass, and has the experience and facilities 
to make many different glasses. As an example, all white glass offered is made of the famous 
“Glasbake®’’—heat resistant—formula. Glasbake® is stronger than ordinary glass. 


We are exclusive glass manufacturers, and make parts only—no complete lamps or lighting fixtures. 


We have pool trucks to the major cities frequently, and a complete shipping service to all destinations 


as required by our customers. 


This catalog contains many new items at prices that lead the glass parts industry. 


For your convenience, showrooms are maintained as follows: 


NEW YORK, NEW YORK 


The Jeannette Glass Co. 
Room 2005 
230 Fifth Avenue 


Lamp and Lighting Samples 
The Hood Company 

175 Fifth Avenue 

Lamp Samples Only 

Harry Silverstein Sales 
1182 Broadway 

Lamp Samples Only 


PHILADELPHIA, PA. 


Springel Sales Co. 
325 N. Franklin Street 


Lamp Samples Only 


u 
x 


Herbert Lomsky 
1327 Levick Street 


Lighting Samples Only 


CLEVELAND, OHIO 


Gregory & Flynn 
4501 Perkins Avenue 


Lamp and Lighting Samples 


CHICAGO, ILLINOIS 


The Jeannette Glass Co. 
Room 711 
325 W. Huron Street 


Lamp and Lighting Samples 


LOS ANGELES, CALIFORNIA 


The Jeannette Glass Co. 
4536 District Boulevard 


Lamp and Lighting Samples 


Glasscor, Inc. 
1044 Richmond Street 


Lamp and Lighting Samples 


MONTREAL, CANADA 


L. V. Webber Glassware Ltd. 
4001 St. Antoine Street 


Lamp and Lighting Samples 
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JEANNETTE, PENNSYLVANIA 


COLUMNS 


No. 2079 Column No. 2080 Column No. 2049 Column 

Ht. 11”, Max. Dia. 414” Ht. 11”, Max. Dia. 414” Ht, 954", Max Dia, 37%," 
Base 414” Base 4144” Base 37%," 

Packed 24 per 32-lb. master Packed 24 per 32-lb. master Packed 24 per 32-lb. master 
With Wireway With Wireway With Wireway 

No. 2050 Column No. 10 Column No. 11 Column 

Ht. 954”, Max. Dia. 37%” Ht. 914”, Max. Dia. 4” Ht. 914", Max. Dia 444" 
Base 31,” Base Dia. 4” Base Dia. 374” 

Packed 24 per 32-Ib. master Packed 24 per 33-lb. master Packed 24 per 33-lb. master 
With Wireway With Wireway With Wireway 
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COLUMNS 


Vile 


No. 444 Column No, 222 Column No. 6-A Column 

Ht. 1314", Max. Dia. 5%" Ht. 1314”, Max. Dia. 53/,” Ht. 13”, Max. Dia. 53/4," 
Base Dia. 334” Base Dia. 334” Base Dia. 53/4,” 

Packed 12 per 26-lb. master Packed 12 per 26-lb. master Packed 12 per 33-Ib, master 
No Wireway No Wireway With Wireway 


No. 15 Column No. 16 Column No. 57 Column 

Ht. 13”, Max. Dia. 6” Ht. 13”, Max. Dia. 514” Ht. 1214", Max. Dia. 574” 
Base Dia. 354” Base Dia. 5” Base Dia. 434” 

Packed 12 per 35-Ib. master Packed 12 per 36-Ib. master 


Packed 12 per 3414-Ib. master 


No Wireway No Wireway 


No Wireway 
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BREAKS 


No, 2211-B Ball No, 2211-P Pear No. 2235-B Ball No. 2235-H Drum 
Ht. 3%”, Max. Dia. 314” Ht. 4”, Max. Dia. 3” Ht. 35/4”, Max. Dia. 414” Ht. 334”, Max. Dia. 434” 
Packed 72 per 26-lb. master Packed 72 per 26-lb. master Packed 48 per 34-lb. master Packed 48 per 34-Ib. master 


No. 2235-P Pear No. 8541 Pear No. 8540 Ball No. 2235-PL Drum 
Ht. 474", Max. Dia. 414” Ht. 4”, Max. Dia. 3” Ht. 3%”, Max. Dia. 314” Ht. 31%", Max. Dia. 414” 
Packed 48 per 34-Ib. master Packed 72 per 26-Ib. master Packed 72 per 26-Ib. master Packed 48 per 34-lb, master 


No. 2372-H No. 2372-PL No. 2372-S No. 2236-C No. 2236-H No. 2236-S 
Round Hobnail Plain Swirl Pillow Hobnail Round Hobnail Swirl 

Ht. 7”, Ht. 7”, Ht.:7", Ht. 6%", Ht. 67%", Ht. 67%", 

Max. Dia. 344” Max. Dia. 314” Max. Dia. 314” Max. Dia. 13%,” Max. Dia. 113,” Max. Dia. 113/,” 
Packed 48 per Packed 48 per Packed 48 per Packed 72 per Packed 72 per Packed 72 per 
33-Ib. master 33-Ib. master 33-lb. master 32-Ib. master 32-lb. master 32-Ib. master 


ALL 2372 AND 2236 BREAKS HAVE TOP DIA. 11/4”, BOTTOM OPENING 7%.” 
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BASES 


ALL BASES WITH STANDARD 7%.” HOLE 


@ 


No. 231-SC Base 

Ht. 434”, Max Dia. 634” 
Base Dia. 334" 

Packed 24 per 35-lb. master 


No. 431-SC Base 

Ht. 434", Max. Dia. 634” 
Base Dia. 334,” 

Packed 24 per 35-Ib. master 


No. 463-SC Base 

Ht. 354”, Max. Dia. 6” 

Base Dia. 33/4,” 

Packed 48 per 44-Ib. master 


No. 231-PL Base 


Base Dia. 334,” 


No. 261-SC Base 

Ht. 354”, Max. Dia. 6” 

Base Dia. 334” 

Packed 48 per 44-Ib. master 


No. 261-PL Base 
Ht. 354”, Max. Dia. 6” 
Base Dia. 334” 


No. 378-PL Plain Base 

Ht. 83/6”, Max. Dia, 619%,” 

Fitter Size 3°5/,”, Base Dia. 3"/,” 
Indiv. Packed 12 per 24-Ib. master 


No. 378-S Swirl Base 

Ht. 83/6”, Max. Dia. 61/6” 

Fitter Size 315(,”, Base Dia. 315,” 
Indiv. Packed 12 per 24-Ib. master 


Ht. 434”, Max. Dia. 634” 
Packed 24 per 35-lb. master 


Packed 48 per 44-Ib. master 


No. 431-PL Base 

Ht. 434", Max. Dia. 63” 
Base Dia. 334” 

Packed 24 per 35-Ib. master 


No. 463-PL Base 

Ht. 354", Max. Dia. 6” 

Base Dia. 334,” 

Packed 48 per 44-Ib. master 


No. 378 Pillow Base 

Ht. 83/,”, Max. Dia. 615/,”" 

Fitter Size 31%,” , Base Dia. 315,” 
Indiv. Packed 12 per 24-Ib. master 
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BASES 


ALL BASES WITH STANDARD 7s” HOLE 


mm 
No. 503 Round No. 504 Round No. 506 Round 
Ht. 2144", Max. Dia. 6” Ht. 114”, Max. Dia. 54%” Ht. 244", Max. Dia. 6” 
Packed 36 per 32-Ib. master Packed 36 per 22-Ib. master Packed 36 per 35-Ib, master 


No. 343-SC No. 343-PL No. 370-HL 3-Toe Hobnail 
Ht. 415%,", Max. Dia. 634” Ht. 415%”, Max. Dia. 634” Ht. 37%", Max. Dia, 434" 
Base Dia. 334” Base Dia. 334” Packed 36 per 38-Ib. master 
Packed 24 per 37-Ib. master Packed 24 per 37-Ib. master 


No. 8500 Quilt No. 8501 Plain No. 370-H Hobnail Base 

Ht. 534”, Max. Dia. 5” Ht. 534”, Max. Dia. 5” Ht. 37%", Max. Dia. 434” 
Fitter Size 21%,” Fitter Size 21,” Packed 36 per 38-Ib. master 
Packed 36 per 35-Ib. master Packed 36 per 35-Ib. master 
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No. 70-H 7” Hobnail Ball 

Ht. 634", Max. Dia. 744” 

Fitter Size 4”, Top Hole %" 

Ind. packed 24 per 39-Ib. master 


GLOBES 


No. 70-HL 7” Hobnail Ball 

Ht. 634", Max. Dia. 744" 

Fitter Size 4”, Top Hole 234” 
Ind. packed 24 per 39-Ib, master 


No. 70-P 7” Plain Ball 

Ht. 634”, Max. Dia. 714” 

Fitter Size 4”, Top Hole %" 

Ind. packed 24 per 39-Ib. master 


No. 70-PL 7” Plain Ball 

Ht. 634", Max. Dia. 744" 

Fitter Size 4”, Top Hole 234” 
Ind. packed 24 per 39-Ib. master 


No. 80-P 8” Plain Ball 

Ht. 71%”, Max. Dia. 8144” 

Fitter Size 414”, Top Hole %(,” 
Ind. packed 12 per 26-Ib. master 


No. 80-H 8” Hobnail Ball 

Ht. 71%", Max. Dia. 8144” 

Fitter Size 414”, Top Hole,” 
Ind. packed 12 per 26-lb. master 


No. 80-PL 8” Plain Ball 

Ht. 71%”, Max. Dia. 814” 

Top Hole 234”, Fitter Size 414.” 
Ind. packed 12 per 26-lb. master 


No. 80-HL 8” Hobnail Ball 

Ht. 715%/,”, Max. Dia. 8144” 

Top Hole 23%", Fitter Size 414," 
Ind. packed 12 per 26-Ilb. master 


No. 380 9” Pillow Ball 

Ht. 874", Max. Dia. 9” 

Top Hole 3”, Fitter Size 414” 
Ind. packed 12 per 33-lb. master 
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GLOBES 


ITHOUT HOLES 


No. 381 9” Pillow Ball 

Ht. 874", Max. Dia. 9” 

Fitter Size 414” 

Ind. packed 12 per 33-lb. master 


No. 71-P 7” Plain Ball No. 72-H 7” Hobnail Ball No. 81-P 8” Plain Ball 

Ht. 634”, Max, Dia. 744” Ht. 634", Max. Dia. 744” Ht, 715%”, Max. Dia. 8144” 

Fitter Size 4” Fitter Size 4” Fitter Size 414” 

Ind. packed 24 per 39-Ib. master Ind. packed 24 per 39-Ib. master Ind. packed 12 per 26-Ib, master 


No. 82-H 8” Hobnail Ball No. 91-P 9” Plain Ball No. 92-H 9” Hobnail Ball 

Ht. 71%”, Max. Dia. 844” Ht. 874", Max. Dia. 9” Ht. 874", Max. Dia. 9” 

Fitter Size 414” Fitter Size 414” Fitter Size 414" 

Ind. packed 12 per 26-Ib. master Ind. packed 12 per 33-lb. master Ind. packed 12 per 33-Ib. master 
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GLOBES 


No. 8660 Acorn 

Ht. 61574”, Max. Dia. 55/6” 

Min. 1.D. 31%”, Thread Dia. 31%," 
Ind. packed 24 per 36-lb. master 


—y 


No. 60 6” Plain Ball No. 61 6” Plain Ball No. 460 

Ht. 6/,”, Max. Dia. 515%,” Ht. 63%)”, Max. Dia. 515%.” Ht, 554", Max. Dia. 634” 
Fitter Size 314” Thread Dia. 31%”, Min. 1.D. 31%,” Fitter 3” 

Ind. packed 24 per 28-Ib. master Ind. packed 24 per 32-Ib. master Packed 24 per 33-Ib. master 


No. 232 No. 90-PL 9” Plain No. 90-HL 9” Hobnail 

Ht. 554”, Max. Dia. 634” Ht. 874", Max. Dia. 9” Ht. 874", Max. Dia. 9” 

Fitter 3” Top Hole |.D. 234”, Fitter Size 414,” Top Hole I.D. 234,”, Fitter Size 414" 
Packed 24 per 33-Ib. master Ind. packed 12 per 33-Ib. master Ind. packed 12 per 33-Ib. master 
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SHADES 


IN STRIKING DECORATOR COLORS 


_., 6&6 


RED GREEN YELLOW WHITE 


No. 725 Ribbed Student 
(PLAIN OPAL) Ht. 4Y,", Fitter Dia. S74 "Top Dia, 31%,” 
COLORS APPLY TO 725 & 2101R ONLY Joep. Obening 76 


Indiv. Packed 36 per 51-lb. master 


No. 2101-R 8” Ribbed Student 

Ht. 55/4”, Fitter Dia. 8”, Top Dia. 434” 
Top Opening 234” 

Packed 12 per 28-Ib. master 


No. 2101-PL 8” Plain Student 

Ht. 554”, Fitter Dia. 8”, Top Dia. 434” 
Top Opening 234” 

Packed 12 per 28-lb. master 


No. 2101-H 8” Hobnail Student 

Ht. 554”, Fitter Dia. 8”, Top Dia. 434” 
Top Opening 234” 

Packed 12 per 28-lb. master 


No. 377-S Swirl 

Ht. 634”, Max. Dia. 1114” 
Bottom 0.D. 97%” for 10” holder 
Top Opening 3” 

Indiv. Packed 6 per 24-lb. master 


No. 377-PL Plain 

Ht. 634”, Max. Dia. 1114” 
Bottom 0.D. 974” for 10” holder 
Top Opening 3” 


No. 377-H Hobnail 

Ht. 634”, Max. Dia. 1114” 
Bottom O.D. 97%" for 10” holder 
Top Opening 3” 

Indiv. Packed 6 per 24-Ib. master Ind. packed 12 per 26-lb. master 
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SHADES 


No. 451-H 6” Pillow Hobnail No. 451-PL 6” Plain No. 8740 Quilt 

Ht. 434", Fitter Size 3” Ht. 434”, Fitter Size 3” Ht. 434", Max. Dia. 8%" 

Max. Dia. 614” Max. Dia. 61/4,” Fitter Size 7”, Top Opening 27%” 
Ind. packed 12 per 1514-lb. master Ind. packed 12 per 1514-Ib. master Ind. packed 18 per 35-lb, master 


No. 8741 Plain No. 29-PL Plain Hurricane No. 29-H Hobnail Hurricane 
Ht. 434”, Max. Dia. 8%.” Ht. 5144", Max. Dia. 45” Ht. 544”, Max. Dia. 45" 
Fitter Size 7”, Top Opening 2%,” Fitter Size 154” Fitter Size 154” 
Ind. packed 18 per 35-Ib, master Packed 48 per 35-lb. master Packed 48 per 35-lb. master 
No. 2373 Shower Light No. 2346 Conical No. 272 Bullet 
514” Dia. Overall: 474” under lip Ht. 534", Max Dia. 4%”, Fitter 214” Ht. 85/,”, Max. Dia. 634” 
Bulk packed 48 pcs. to 20-Ib. master Packed 30 per 22-lb. master Screw Thread Dia. 14%,” 


Packed 24 per 42-lb. master 


THE JEANNETTE GLASS COMPANY 
JEANNETTE, PENNSYLVANIA 


Page 10 


LL764-10 


CHIMNEYS 


No, 433 Chimney No. 233 Chimney No. 8581 Chimney No 344 Chimney 

Ht. 93/,”, Fitter 3” Ht. 934”, Fitter 3” Ht. 93/,”, Fitter 3” Ht. 934", Fitter 3” 

Max. Dia. 4%." Max. Dia. 4%," Max. Dia. 4%" Max. Dia. 4%." 

Packed 12 per 16-Ib, master Packed 12 per 16-Ib. master Packed 24 per 32-Ib. master Packed 12 per 16-lb. master 


ed 


No. 464 Chimney No. 262 Chimney No. 8580 Chimney No. 462 Chimney 

Ht. 7”, Fitter 3” Ht. 7”, Fitter 3” Ht. 7”, Fitter 3” Ht. 7”, Fitter 3” 

Max. Dia. 47%" Max. Dia. 474” Max. Dia. 47%" Max. Dia. 474" 

Packed 36 per 34-Ib. master Packed 36 per 34-Ib. master Packed 36 per 34-Ib, master Packed 36 per 34-Ib. master 
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No. 2286-JH 10” Jewel 
Diameter 1034” 
Depth 454”, Fitter 974” 
Fixture packed 6 pieces 
to 23-Ib. master 


No. 2283-SH 10” Sunburst 
Diameter 1014” 

Depth 45%”, Fitter 974” 
Fixture packed 6 pieces 

to 23-lb. master 


No. 2285-JH 8” Jewel 
Diameter 834” 

Depth 4%,”, Fitter 77%” 
Fixture packed 12 pieces 
to 31-lb. master 


No. 2282-SH 8” Sunburst 
Diameter 814” 

Depth 4%,”, Fitter 774” 
Fixture packed 12 pieces 
to 31-lb. master 


No. 2284-JH 6” Jewel 
Diameter 634” 

Depth 3'%,", Fitter 57%” 
Fixture packed 12 pieces 
to 20-Ib. master 


he 
LE 


No. 2281-SH 6” Sunburst 
Diameter 614” 

Depth 31%”, Fitter 57%" 
Fixture packed 12 pieces 
to 20-lb. master 


No. 2292-LH 10” Louvre 
Diameter 1014” 

Depth 434", Fitter 974” 
Fixture packed 6 pieces 
to 23-Ib. master 


LL764-12 


No. 2291-LH 8” Louvre 
Diameter 814” 

Depth 4%,”, Fitter 774” 
Fixture packed 12 pieces 
to 31-Ib. master 


No. 2290-LH 6” Louvre 

Diameter 614” 

Depth 3'},", Fitter 574" 

Fixture packed 12 pieces 
to 20-Ib. master 
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DIFFUSERS|\ i 


CRYSTAL SPRAYED WHITE 


c 


A=DIAMETER B=DEPTH C=FITTER 
A=WIDTH 


No. 2397 No. 2316 No. 2315 No. 2313 

12” Diameter 10” Diameter 7¥," Diameter 5%" Diameter 
1%," Depth 1%," Depth 1%," Depth 1%," Depth 
1134” Fitter 93%" Fitter 7%" Fitter 5%" Fitter 
Indiv. Packed Indiv. Packed 36 pcs. to 48 pcs. to 

12 pes. to 12 pes. to 41-lb, master 30-Ib. master 
31-Ib. master 24-Ib, master 


No. 2329 No. 2369 No. 2328 No. 2367 No. 2366 
11%," Width 10” Width 9%," Width 8” Width 6” Width 
1%" Depth 1%," Depth 1%," Depth 1%," Depth 1%" Depth 
101%,” Fitter 9%,” Fitter 81%," Fitter 7%," Fitter 5%," Fitter 
Indiv. Packed Indiv. Packed Indiv. Packed Indiv. Packed Indiv. Packed 
12 pcs. to 12 pcs. to 18 pcs. to 24 pcs. to 36 pcs. to 
44-lb. master 33-Ib. master 42-lb. master 37-Ib. master 27-Ib. master 
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VAPOR-PROOF 
GLOBES 


SIZES, STYLES AND GLASS TYPES OF GLOBES 


|_¥___—4tite | 
|. ayeie —__o 


sgt 


ZL 


No. 2410 6” Flat-Bottom Globe. No. 2312 6” Globe. No. 2332 7” Globe. No. 2333 8” Globe. 


In heat-resisting opal glass only. In heat-resisting clear and In heat-resisting clear and In heat-resisting clear. 
Individually packed 25 pcs. to crystal. Packed 32 pcs. to crystal. Packed 32 pcs. to Packed 25 pcs. to 42-lb. master. 
18-lb. master. Also packed 26-lb. master. 28-Ib, master. 


36 pcs. bulk to 32-Ib. master. 
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=DIAMETER B=DEPTH C=FITTER 


No. 2326 Globe No. 2327 Globe No. 2243 Globe No. 2325 Globe 
Diameter 454” Diameter 414” Diameter 434” Diameter 4” 

Depth 434", Fitter 3%)” Depth 43/4”, Fitter 3%” Depth 454", Fitter 3%,” Depth 434”, Fitter 3%," 
Packed: 24 pieces per Packed: 24 pieces per Packed: 24 pieces per Packed: 24 pieces per 
27-lb. master 27-lb. master 27-Ib. master 27-lb. master 


No. 8042 10” Opal Drum No. 8041 8” Opal Drum No. 8040 6” Opal Drum 
Diameter 1014”, Depth 454” Diameter 814", Depth 43,” Diameter 614", Depth 313,” 
Fitter 974" Fitter 774" Fitter 574” 

Fixture packed 6 per Fixture packed 12 per Fixture packed 12 per 
23-lb. master 31-Ib. master 20-lb. master 
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IVISIONS 23 & &z 
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